
The Schkeuditz (M 52/E 12) airfield was not occupied by 
personnel or aircraft. A civilian guarded the f laid. 

The main building "was vacant and the inside fittings were 
removed. The landing field was serviceable,, 
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foments 

Ho changes have occurred at the airfield compared with 
the observations of February 1950. The airfield is not 
occupied by an air unit,. 


This document is hereby regraded to 
CONFIDENTIAL in accordance with the 
letter of 16 October 1973 from the 
Director. of Central Intelligence to the 
Archivist of the United Stales. 

Next Review Date: 2008 
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